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CERTIFIED SOLAR 
PV INSTALLER 


The Saudi Electricity Company does hereby certify that 


FERAS MOHAMMED ALHAJI 


has satisfied the requirements and standards for the Certified 


Solar PV JUNIOR INSTALLER in credentials established by SEC 


Issue Date : OCT.25.2018 Certificate No. : 000.502 
Expiry date: OCT.24.2021 


